Trade name 

Active principle 

Practical 

dose 

Route of 
administration 

Indication 

N.B 

1 - 

DIAZINONE 60 
(NEOCIDAL) 

Diazinone 

(organophosphorous 

compound) 

1cm / liter 
water 

spray 

For control of 
the ectoparasite 

Reused 

after 

10-14 

days 

2- 

METRIPHONATE 

POWDER 

Metriphonate 

2 gm / ilter 
water 

Spray or 
dipping 

For control of 
the skin 
parasitic 
infestation 


3- butox 







